Franklin Line 
INBOUND 


READ DOWN 


Effective April 28, 2003 
MONDAY THROUGH FRIDAY 


Dep: Forge Park/495 
Franklin/Dean Coll. 
Norfolk 

Walpole 
Plimptonville 
Windsor Gardens 
Norwood Central 
Norwood Depot 
Islington 

Dedham Corp. Ctr. 
Endicott 

Readville 


Hyde Park 
Ruggles 

Back Bay 

Arr: South Station 


OUTBOUND 


L11 01 
11 06 


READ DOWN 


Dep: South Station 
Back Bay 

Ruggles 

Hyde Park 


Readville 

Endicott 

Dedham Corp. Ctr. 
Islington 

Norwood Depot 
Norwood Central 


Windsor Gardens 
Plimptonville 
Walpole 

Norfolk 

Franklin / Dean 
Forge Park/495 


